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Signs of: 

'ES" Melamine Plastic 


Stainless Steel 


Aluminum 


Plexiglas 


Memorials 


Directories 

Plaques 
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Mayfair Shopping Center Directory / Wauwatosa, Wisconsin 
Grassold-Johnson & Associates / Milwaukee, Wisconsin 
Perkins & Will / Chicago, Illinois / Architects 


BEST 

Established in 1924 

Call your Best dealer today 


7-59 


A. LA. FILE NO. 24-0 









































PLAIN OR FANCY DIRECTIONAL SIGNS 



No. 40A / 10" x 4" 



IMMIGRATION 

AND 

NATURALIZATION SERVICE 

ROOM 819 



Design DJ / 20" x 18" 


ROOMS 

101-109 ► 
◄ 110 -116 


No. 60 / 10" x 6" 


ROOM, NAME AND NUMBER SIGNS 


No. 10 Size 5" x 2" 


KINDERGARTEN 

No. 20 Size 10" x 2" 


No. 40B Size 10" x 4" 



on. mnmm 

SURGEON 


No. 128 Size 8" x lVa" 



No. 40C Size 10" x 4" 


CASHIER 


No. W 502-8 Six* 8“ x 2" 
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BEST signs put no limit on the creative demands of architects, designers 
and decorators. Signs may be kept simple and conservative or they may be 
decorated, cut and shaped to any specification desired. 








































DESK NAME PLATES 



No. P-508 / 8" long 




No. P-515 / 5" long 


No. P-507 / 7" long 



No. P-510 / 10" long 


WALL AND CEILING BRACKETS 

Primed for paint / Walnut / Limed Oak and Birch. 


r&l 


1 

r:; 

--j — 

i 

r~ 

Vm 

(§) 


i 

L 



1 k**« 

r— 

i 

i 




l 

L_. 

—3 


1 

-1 



-t, 


V SETSCM.W HOli 
V«'«»■ -3/e 

Dtr *. J *3S 

TO UcjT 


V— 


A plus factor in the appearance and 
efficiency of any office or department 
is the proper marking of desks. BEST 
offers a wide variety of styles to fit 
any need, any atmosphere. 


Part *No. & Spacing 

Number A B of Hole C 


W-502 

2" 

41 / 2 " 

1 As Shown 

W-503 

3" 

41 / 2 " 

1 As Shown 

W-504 

4" 

41 / 2 " 

1 As Shown 

W- 505 

5" 

51 / 2 " 

1 As Shown 

C-506 

6" 

6 1 / 2 " 

2-3"C to C 

C-508 

8" 

8 1 / 2 " 

2-5"C to C 

C-510 

10" 

IO 1 / 2 " 

2-7"C to C 

C-512 

12" 

121 / 2 " 

2-9"C to C 


CONTROL PANELS FOR ANY NEED 


■ 

314 


ALARM 

RESET 



No. 149 


If you need a custom designed control panel for an elevator, switchboard 
or some intricate electronic equipment, BEST guarantees to the letter, 
execution of exact specification. 
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UTILITY / 


BEAUTY / ECONOMY 



A practical building directory must meet three 
standards. It must be designed to be easily read 
and understood. Secondly, it should be attrac¬ 
tive and in accord with the architecture and dec¬ 
oration of the building or area it occupies. The 
third requirement is economy. It must be com¬ 
petitively priced, free of maintenance and easily 
and inexpensively alterable when necessary. 
These three qualities are a BEST guarantee. 
These signs are custom-made to fit your specific 
needs. Twenty colors are available and may be 
mounted on a number of fine woods. 



THIS ROOM WAS FURNISHED 
IN MEMORY OF 

JOHN JOSEPH CALHOUN 

BY 

HIS CHILDREN. GEORGE & MARY 


Design NKC / 66" x 46" 


No. 722 / 7" x 2W 

Thirty years of experience in the manufacturing 
of memorial plaques, large or small, guarantees 
the best workmanship and materials. Memorials 
may be made to any specification out of lam¬ 
inated melamine plastics, brass, bronze, stainless 
steel, or aluminum. 
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Be 



INTERCHANGEABLE DIRECTORIES 




Design BH / 70" x 32" 


Number plates and various heading plates may be let¬ 
tered permanently and one or more plates can be re¬ 
moved readily. There are many applications such as: 
bed directories and operating schedules for hospitals; 
room directories in hotels, motels and clinics and many 
more too numerous to mention. At a glance the directory 
will tell how many beds are available, how many rooms 
are out of service and why, quarantine patients, male or 
female patients and attending physician’s name. 













































































FLOOR AND COUNTER SIGNS 



ADVANTAGES OF “ES" MELAMINE PLASTIC 

The most practical material for memorials, signs and directories. 
This, product resists fading, tarnishing or discoloration and will 
retain its beauty through the years—indoors or out. It is available 
in 2 thicknesses, >f 6 " and y s ", and signs may be made any size 
up to 36" x 42". The most economical material yet discovered. 
Choose from colors and wood grains shown on back cover. All 
have a rock-hard surface to resist scratches and may be washed 
with mild soap and water, and may be lettered one or both sides. 

Signs are also available in bronze, brass, stainless steel, alumi¬ 
num and plexiglas. 


BAPTIST MEMORIAL HOSPITAL 
Oklahoma City, Oklahoma 

COMMUNITY CENTER 
Hammond, Louisiana 

COLONIAL COUNTRY CLUB 
Memphis, Tennessee 

DES MOINES REGISTER & TRIBUNE 
Des Moines, Iowa 

DORMITORY 
Cheltenham, Maryland 

FORBES AFB HOSPITAL 
Topeka, Kansas 

GOOD SAMARITAN HOME 
St. Louis, Missouri 

GAYLORD MEDICAL CLINIC 
Denver, Colorado 

HOLIDAY HOSPITAL 
Orlando, Florida 

IOWA STATE COLLEGE 
Ames, Iowa 

JONES STORE 
Kansas City, Missouri 

KAHN MEMORIAL HOSPITAL 
Marshall, Texas 

MILWAUKEE HOSPITAL 
Milwaukee, Wisconsin 

MONTEZUMA ELEMENTARY SCHOOL 
Albuquerque, New Mexico 

MARION HOTEL 
Little Rock, Arkansas 

NEW SCHOOL 
Portland, Oregon 

OCEAN SPRINGS JR. HIGH SCHOOL 
Ocean Springs, Mississippi 

OHIO UNIVERSITY 
Athens, Ohio 

ORANGE TWP. SCHOOL 
Indiana 

OFFICE BUILDING 
Union City, Georgia 

ST. LUKE'S HOSPITAL 
Spokane, Washington 

SIMMONS SCHOOL 
Aberdeen, South Dakota 

ST. MARY'S HOSPITAL 
Duluth, Minnesota 

ST. FRANCIS HOSPITAL 
Blue Island, Illinois 

STATE OFFICE BUILDING 
Tucson, Arizona 

SOUTHRIDGE SCHOOL 
Casper, Wyoming 

T B HOSPITAL 
Birmingham, Alabama 

UNIVERSITY OF NORTH DAKOTA 
Grand Forks, North Dakota 

UNIVERSITY OF KANSAS 
Lawrence, Kansas 

UNION COLLEGE DORM 
Lincoln, Nebraska 

YOUNGSTOWN UNIVERSITY 
Youngstown, Ohio 
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HOW TO SPECIFY: 


Most architects prefer to specify only letter height, style or styles, color and method of attachment. 
The following is a typical specification: 

SIGNS. All signs shall be of type “ES” laminated plastic as manufactured by Best Manufacturing 
Company of Kansas City, Mo. and shall consist of 35-Design # 10-Room Numbers (1 through 35). 
All other signs shall have 1" Moderne-C style letters on a 2" high plate x length required by copy. 
Where length would exceed 16" two or more lines may be used, increasing height of plate 2" for 
each line added. Where indicated supply right angle wall signs with (specify wood) brackets to read 
from both sides. All other signs shall be mounted flat and all to be attached with (specify attach¬ 
ments). Colors shall be (specify background and letter). 


LETTER STYLES 


Charts below indicate approximate number of letters that will fit signs of lengths shown. 


m nt 

HIMALAYA 

LENGTH OF SIGN 



2" 

3" 

4“ 

Li Li Li 

10" 

11" 

12" 

Va" 

8 

16 

25 

□□SI 

76 

84 

92 

%" 

5 

11 

17 

□EGO 

50 

56 

62 

Vi" 

4 

8 

12 

ID EH SI 

38 

42 

46 

Va" 

3 

5 

8 

UJIDSJ 

25 

28 

31 


2 

5 

7 

CliJIU 

21 

24 

26 

1" 

2 

4 

6 

IKJLJilll 

19 

21 

23 

n/4" 

2 

3 

5 

ICE) (HI 

15 

17 

18 

1V6" 

1 

2 

4 

ICKJKJI 

12 

14 

15 

2" 

1 

2 

3 

ICJKJftJl 

9 

10 

11 

3» 

1 

1 

2 

ICE) Ell 

6 

7 

7 


If 


SIGNS 

NORMAL 

LENGTH OF SIGN 



2 

3 

4 

5 

6 

8 

10 

12 

14 

'/4 

6 

10 

14 

18 

23 

31 

39 

50 

55 

% 

4 

6 

9 

12 

15 

20 

26 

32 

37 

v» 

2 

4 

6 

8 

10 

14 

19 

25 

27 

Va 

1 

2 

3 

5 

6 

9 

12 

15 

18 

% 

1 

2 

3 

4 

5 

7 

10 

12 

14 

1 

1 

1 

2 

3 

4 

6 

8 

11 

13 

1V4 

1 — 

1 

1 + 

2 

3 

4 

6 

8 

9 

1 V5» 

1- 

1 

1 

2 

2 + 

4 

5 

7 

8 

2 

0 

1 

1 

2- 

2 

3 

4 

5 

6 

3 

0 

0 

1- 

1 

1 + 

2 

3 

3 

4 
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LENGTH OF SIGN 



H 

Vi 

rwj 

Va 

rfo 

% 

KM 

1 

u 

n/4 

u 

1V6 

WtM 

2 

la+T 

3 

MM 


KJEEElJKlJCIftLl 

FinmnF 7 i mnTi[T^i 

ID LI] LLILJL. CD ftiJLJ 
I B BEEBBEI EHa 

mH£flE3E3G Hm3 

EJIDLLLUL.LJEULJ 

■JUliEtULZLJCJLJ 

El fJLLLLJ LILLIE] Ell 
ULIKJULLtUliiLJ 


I Capital = 3 Lowar Com 


BEST IN 

EXTRA COND 


LENGTH OF SIGN 


I 


rn 

2 

3 

4 

5 

6 

IE) 

10 

12 

14 

□SI 

13 

20 

28 

35 

42 

ILJ 

72 

87 

100 


8 

12 

17 

22 

27 

U 

48 

56 

66 

Vi 

5 

9 

12 

16 

19 

IfcJ 

34 

41 

48 

Va 

3 

3 + 

8 

10 

13 

ID 

23 

28 

33 

“IT 

2 

4 

6 

8 

10 

IUJ 

18 

22 

26 

i 

2 

4 

5 

7 

9 

IttJI 

17 

20+ 

24 

l'/4 

2 

3- 

4 

5 

7 

m\ 

13 

16 

18 

m 

2- 

2 


4 

6 

iui 

10 

13 

15 

2 

1 

T+~ 

~2~ 

T 

4 

id 

7 

9 

11 

3 


J 

1 + 

2 

2+ 

lei 

4+ 

5 

6 


M 


SEE 

EXTENDED 

LENGTH OF SIGN 


ii 


COMPANY 

MODERNE-C 

LENGTH OF SIGN 



2 

3 

4 

5 

6 

8 

10 

12 

14 

Va 

5 

9 

13 

16 

20 

27 

35 

42 

50 

% 

4 

6 

9 

12 

15 

20 

26 

31 

37 

16 

3 

4 

7 

9 

11 

15 

19 

24 

28 

Va 

2 

3 

4 

5 

6 

9 

12 

15 

17 

% 
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2 

3 

4 

6 

7 

10 

13 

15 
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1 

2 

3- 

3 

4 

6 

8 

10 

12 + 

1 Va 

1 

1 

2 

3 

4- 

5 

7 

8 

10 

116 

0 

1 

2 

2 + 

3 

4 

6 

7 

8 

2 

0 

1 

2- 

2 

3- 

3 

4 

5 

6 

3 

0 

0 

1 

1 

1 + 

2 

3 

3 + 

3 

hi» ityl* 

•«*r vari*« in widt 

^ — 1 

Mjov* fig 

!ur*s 


INTERIOR 

CONDENSED 

LENGTH OF SIGN 


BEST 

ROMAN 

LENGTH OF SIGN 



2" 

3" 

4" 

5" 

6" 

8" 

10" 

11" 

12" 

Va" 

4 

8 

12 

16 

20 

28 

36 

40 

44 

%" 

2 

5 

8 

10 

13 

18 

24 

26 

29 

Vi" 

2 

4 

6 

8 

10 

14 

18 

20 

22 

%" 

1 

3 

4 

6 

8 

11 

14 

16 

17 

Va" 

1 

2 

4 

5 

6 

9 

12 

13 

14 

w 
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2 

3 

4 

6 

8 

10 

11 

12 

1" 

1 

2 

3 

4 

5 

7 

9 

10 

11 

11/4" 

1 

1 

2 

3 

4 

5 

7 

8 

9 

116" 
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1 

2 

2 

3 

4 

6 

6 

7 


Karisas City, Mo. 

MODERNE-CL 


ill 


LENGTH OF SIGN 



2 

3 

4 

5 

6 

8 

10 

12 

14 

'/4 

8 

13 

18 

23 

28 

38 

48 

58 

68 

% 

6 

9 

13 

17 

21 

29 

36 

44 

52 

Vi 

4 
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9 

12 

14 

20 

25 

31 

37 

% 

2 

4 

6 

7 

9 

13 

17 

20 

24 

% 

2- 

3 

4 

6 

7 

11 

13+ 

17 

20 
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1 

2 

4- 

5 

6 

9 

12 

14 

17 

1 Va 

1 

2 

2 + 

3 

5- 

7 

9 

11 

13 

116 
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1 

2 

3 

4 

6 

8 

9 

11 

2 

1- 

1 

2- 

2 

3- 

4 

5 

6 

8 

3 

0 

1 

1 

2 

2 

3- 

3 

4 
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or* ov*rag*t 


= H6 Low*r Cat* 


HOW TO ORDER: 


1. Give quantity of each and copy. 3. Give color of plastic or finish of metal. 

2. Give material. 4. Give letter size (can be approx.) 

5. Give letter style or styles, but if specifying length of plate be sure to check chart above 
to be sure size and style of letter will fit. 

6. If not specified we will use double letter height for top to bottom dimension of sign. For exam¬ 
ple: a 2" plate with 1" letters, etc. 

7. Specify any of following attachments (included in price): 

Wood screws Adhesive (specify surface) 

Sheet metal screws Expansion shields (masonry) 

“One-way” screws (for wood or metal) Brads 

(If you don't specify we will supply holes and wood screws). 

8. If right angle wall bracket or ceiling bracket signs are to be supplied be sure to specify type of 
wood. On one sided signs or signs with arrows, be sure to sketch or specify which end will 
have bracket. 
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No. 844 No. 949 


No. 8098 No. 942 


202 


303 


No. 620* No. 564* 


No. 606* No. 7310 


No. 88** No. 99-R** 

*Available in Vs" thickness only. 
**Maximum size 26' x 33". 


Due to the limitations of color printing, it is impossible to exactly 
match all of the brilliant hues of our products. 


Any sign you can design 
BEST can produce 

Here are 20 beautiful color combinations that can fit the 
decoration needs of any building. Memorials, plaques, 
direction signs, control boards, for use indoors or out, 
BEST will produce for you exactly as you specify. 

Contact your BEST DEALER today! 


I NURSES 

STATION 


Best Manufacturing Company 
1333 Walnut I Kansas City 6, Mo. / HArrison 1-4466 


AUDITORIUM 


EXECUTIVE 

OFFICES 


404 


204 


OFFICE 


BEST 


PRINCIPAL 
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